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be further corrected, the component glasses being already closely screwed 
up together, a further correction can be applied by means of the adjustments 
of the aplanatic searcher itself, all of which are essentially conjugate with 
the actions of the objective and the variable positions of its component 
lenses ; so that if Ice be the traversing movements of the objective lenses, 
$v that of the searcher, F the focal distance of the image from the ob- 
jective when lx vanishes, f the focal distance of the virtual image formed 
by the facet lenses of the objective, 

S" i >/• 

The appendix refers to plates illustrating the mechanical arrangements 
for the discrimination of eidola and true images, and for traversing the 
lenses of the aplanatic searcher. 

The plates also show the course of the optical pencils, spurious disks of 
residuary aberration and imperfect definition, as well as some examples of 
" high-power resolution " of the Podura and Lepisma beading, as well as 
the amount of amplification obtained by Camera-Lucida outline drawings of 
a given scale. 



III. " On a Cause of Error in Elecfcroscopic Experiments." 
By Sir Chables Wheatstone, F.E.S. "Received April 26, 1870. 

To arrive at accurate conclusions from the indications of an electroscope 
or electrometer, it is necessary to be aware of all the sources of error which 
may occasion these indications to be misinterpreted. 

In the course of some experiments on electrical conduction and induction 
which I have recently resumed, I was frequently delayed by what at first 
appeared to be very puzzling results. Occasionally I found that I could 
not discharge the electrometer with my finger, or only to a certain degree, 
and that it was necessary, before commencing another experiment, to place 
myself in communication with a gas-pipe which entered the room. How 
I became charged I could not at that time explain ; the following chain of 
observations and experiments, however, soon led me to the true solution. 

I was sitting at a table not far from the fireplace with the electrometer 
(one of Peltier's construction) before me, and was engaged in experimenting 
with disks of various substances, To ensure that the one I had in hand, 
which was of tortoiseshell, should be' perfectly dry, I rose and held it for a 
minute before the fire; returning and placing it on the plate of the elec- 
trometer, I was surprised to find that it had apparently acquired a strong- 
charge, deflecting the index of the electrometer beyond 90°. I found that 
the same thing took place with every disk I thus presented to the fire, 
whether of metal or any other substance. My first impression was that 
the disk had been rendered electrical by heat, though it would have been 
extraordinary that, if so, such a result had not been observed before ; but 
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on placing it in contact with a vessel of boiling water, or heating it by a 
gas-lamp, no such effect was produced. I next conjectured that the phe- 
nomenon might arise from a difference in the electrical state of the air in 
the room and that at the top of the chimney ; and to pat this to the proof, 
I adjourned to the adjacent room where there was no fire, and bringing my 
disk to the fireplace I obtained precisely the same result. That this con- 
jecture, however, was not tenable was soon evident, because I was able to pro- 
duce the same deviation of the needle of the electrometer by bringing my disk 
near any part of the wall of the room. This seemed to indicate that different 
parts of the room were in different electrical states ; but this again was dis- 
proved by rinding that when the position of the electrometer and the place 
where the disk was supposed to be charged were interchanged, the charge of 
the electrometer was still always negative. The last resource was to assume 
that my body had become charged by walking across the carpeted room, 
though the effect was produced even by the most careful treading. This 
ultimately proved to be the case ; for resuming my seat at the table and 
scraping my foot on the rug, I was able at will to move the index to its 
greatest extent. 

Before I proceed further I may state that a gold-leaf electrometer shows 
the phenomena as readily. 

When I first observed these effects the weather was frosty ; but they 
present themselves, as I have subsequently found, almost equally well in 
all states of the weather, provided the room be perfectly dry, 

I will now proceed to state the conditions which are necessary for the 
complete success of the experiments, and the absence of which has pre- 
vented them from being hitherto observed in the striking manner in which 
they have appeared to me. 

The most essential condition appears to be that the boot or shoe of the 
experimenter must have a thin sole and be perfectly dry ; a surface polished 
by wear seems to augment the effect. By rubbing the sole of the boot 
against the carpet or rug, the electricities are separated, the carpet as- 
sumes the positive state and the sole the negative state ; the former being 
a tolerable insulator, prevents the positive electricity from running away to 
the earth, while the sole of the foot, being a much better conductor, readily 
allows the charge of negative electricity to pass into the body. 

So effective is the excitation, that if three persons hold each other by 
the hands, and the first rubs the carpet with his foot while the third touches 
the plate of the electrometer with his finger, a strong charge is communi- 
cated to the instrument. 

Even approaching the electrometer by the hand or body, it becomes 
charged by induction at some distance. 

A stronger effect is produced on the index of the instrument if, after 
rubbing the foot against the carpet, it be immediately raised from it. 
"When the two are in contact, the electricities are in some degree coerced 
or dissimulated ; but when they are separated, the whole of the negative 
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electricity becomes free and expands itself in the body. A single stamp on 
the carpet followed by an immediate removal of the foot causes the index of 
the electrometer to advance several degrees, and by a reiteration of such 
stamps the index advances 30° or 40°. 

The opposite electrical states of the carpet and the sole of the boot were 
thus shown : after rubbing, I removed the boot from the carpet, and placed 
on the latter a proof-plate (i. e. a small disk of metal with an insulating 
handle), and then transferred it to the plate of the electrometer; strong 
positive electricity was manifested. Performing the same operation with 
the sole of the boot a very small charge was carried, by reason of its ready 
escape into the body. 

The negative charge assumed by sole-leather when rubbed with animal 
hair was thus rendered evident. I placed on the plate of the electrometer 
a disk of sole-leather and brushed it lightly with a thick camel* s-hair pen- 
cil ; a negative charge was communicated to the electrometer, which charge 
was principally one of conduction, on account of the very imperfect insu- 
lating power of the leather. 

Various materials, as India-rubber, gutta percha, &c, were substituted 
for the sole of the boot ; metal plates were also tried ; all communicated 
negative electricity to the body. Woollen stockings are a great impedi« 
ment to the transmission of electricity from the boot ; when these experi- 
ments were made I wore cotton ones. 

When I substituted for the electrometer a long wire galvanometer, such 
as is usually employed in physiological experiments, the needle was made 
to advance several degrees. 

At the Meeting of the British Association at Dublin in 1857, Professor 
Loomis, of New York, attracted great attention by his account of some re- 
markable electrical phenomena observed in certain houses in that city. It 
appears that in unusually cold and dry winters, in rooms provided with 
thick carpets and heated by stoves or hot-air apparatus to 70°, electrical 
phenomena of great intensity are sometimes produced. A lady walking 
along a carpeted floor drew a spark one quarter of an inch in length be- 
tween two metal balls, one attached to a gas-pipe, the other touched by her 
hand ; she also fired ether, ignited a gaslight, charged a Leyden jar, and 
repelled and attracted pith-balls similarly or dissimilarly electrified. Some 
of these statements were received with great incredulity at the time both 
here and abroad, but they have since been abundantly confirmed by the 
Professor himself and by others. (See Silliman's American Journal of 
Science, July 1858.) 

My experiments show that these phenomena are exceptional only in de- 
gree. The striking effects observed by Professor Loomis were feeble 
unless the thermometer was below the freezing-point, and most energetic 
when near zero, the thermometer in the room standing at 70°. Those 
observed by myself succeed in almost any weather, when all the necessary 
conditions are fulfilled; Some of these conditions must frequently be 
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present, and experimentalists cannot be too much on their guard against 
the occurrence of these abnormal effects. I think I have done a service 
to them, especially to those engaged in the delicate investigations of animal 
electricity, by drawing their attention to the subject. 



May 5, 1870. 

Lieut-General Sir EDWARD SABINE, K.C.B., President, in 

the Chair. 

In conformity with the Statutes, the names of the Candidates recom- 
mended for election into the Society were read from the Chair, as follows:— 



"William Froude, C.E. 

Edward Headlam Greenhow, M.D. 

James Jago, M.D. 

Nevil Story Maskelyne, M.A. 

Maxwell Tylden-Masters, M.D. 

Alfred Newton, M.A. 

Andrew Noble, Esq. 

Capt Sherard Osborn, E.N. 



Rev. Stephen Parkinson, B.D. 
Capt. Robert Mann Parsons, R.E. 
William Henry Ransom, M.D. 
Robert H. Scott, Esq. 
George Frederic Verdon, C.B. 
Augustus Voelcker, Ph.D. 
Samuel Wilks, M.D. 



The Bakerian Lecture was delivered by John W. Dawson, LL.D., 
F.R.S., &c, Principal and Vice-Chancellor of M'Gill College, 
Montreal, " On the Pre-Carboniferous Floras of North-Eastern 
America, with especial reference to that of the Erian (Devonian) 
Period." The following is an Abstract. 

The attention of the author was first directed to the Devonian as distin- 
guished from the Carboniferous flora by the discovery, on the part of Sir 
W. E. Logan, in 1843, of some remarkable remains of plants in the Sand- 
stones of Gaspe, Canada. In 1859, after visiting Gaspe to study these 
plants in situ, the author published descriptions of them, and more parti- 
cularly of the two characteristic Lower-Devonian genera Prototaxites and 
Psilophyton, in the Journal of the Geological Society. 

Subsequently additional material was obtained by personal investigation 
of the Devonian of Maine and New Brunswick, and, through the kindness 
of Prof. James Hall, from that of New York. These additional plants 
were also published in the Journal of the Geological Society. 

Still more recently, a thorough re-examination of the Gaspe beds, the 
systematic exploration of the plant-bearing beds near St. John by Prof. 
Hartt, and fresh collections made by Prof. Hall have enabled the author 
to prepare a catalogue of 121 species, and to attempt a thorough revision 



